









  
    
    
    
    
    
    
    
    
    
  
  
  
  
  


This EPUB was converted from a scan of the original printed edition of
TM 11-443 Keyer TG-34-A (1943),
published by the U.S. War Department.

The conversion from the scan may have introduced small errors in
complex tables or equations, so engineering and artillery data should always be checked against
the original files, which can be found at www.trex-arms.com.
T.REX ARMS is not affiliated with or endorsed by the U.S. War Department.
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TM 11-443 — Keyer TG-34-A

~ / WAR DEPARTMENT TM 11-443 TECHNICAL MANUAL
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,: KEYER ·TG-34-A

TM 11-443, Keyer TG-34-A, is published for the information and guidance of all concerned.

[A. G. 062.11 (11 January 1943).]

By order of the Secretary of War:

G. C. MARSHALL, Chief of Staff.

Official:

]. A. ULIO, Major GeneraL,

The Adjtttant GeneraL

Distribution: IBn & H7, 17(2); IBn 1, 11, 18(2); 1 6, 7, 11, 17, 18(2). (For explanation of symbols see FM 21-6.)
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	167
	#1
	3E7183
	Cord, power, No. 18 two-conductor, type SV, rub-

her covered, 1j4" D. x 8 ft. with molded rubber

male plug and Amphenol 61-Fll female con-

nectar.
	Connects

to power

source.
	we
	4037S




	168
	#1
	6R57400-6
	Wrench, Allen head, tool steel, blued, 1j

16" hex-

agon stock, 1-3 j

4" x 9 j

l6". Type 5 & 6.
	Fits various

set screws.
	PK
	2971P



	169
	#
	6R15421
	Screwdriver, wood handle, Phillips, 3" blade.

Type P-101.
	Small

tool.
	PA
	2974P



	170
	#
	6R15465
	Screwdriver, insulating handle, blade 1j

8" x 3".

Type R-183.
	Small

tool.
	PA
	2973P



	171
	#
	6L80013
	Set, nuts, screws, and washers.
	Standard

commercial

items.
	
	



	172


	#2




	
	Manual, technical, TM 11-443, 5-1

j

2" x 8-1

j

2" .
	Instruction

book.
	
	6071P





# Available in depot stock.

• Furnished with equipment as a "running" or "equipment" spare.

The words SPECIAL DESIGN indicate part made for, or by the contractor, especially for this equipment.
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Figure 12.-Keyer TG-34-A, replaceable parts 101 to 113.
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Figure 13.-Keyer TG-34-A, replaceable parts 114 to 131.

[image: Figure, page 48]

Figure 14.-Keyer TG-34-A, replaceable parts 132 to 142.
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Figure 15.-Keyer TG·34·A, replaceable parts 143 to 153.

[image: Figure, page 50]

Figure 16.-Keyer TG-34-A, replaceable parts 154 to 165.

[image: Figure, page 51]

Figure 17.-Keyer TG-34-A, replaceable parts 166 to 172.
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	Abbreviation
	N arne and Address



	AD
	Audio Development Company, Minneapolis, Minnesota



	AM
	merican Phenolic Corp., Chicago, Illinois

A



	AT
	Atlantic India Rubber Co., Chicago, Illinois



	AV
	Advance Spring Corp., Chicago, Illinois



	BU
	Bussman Manufacturing Co., St. Louis, Missouri



	CD
	Cornell-Dubilier Electric Corp., South Plainfield, New Jersey



	CE
	Continental Electric Co., Geneva, Illinois



	CI
	Cinaudagraph Speakers Inc., Chicago, Illinois



	CL
	Clarostat Manufac

turing Co., Brooklyn, New York



	co
	Continental Carbon Company, Cleveland, Ohio



	CR
	Crowe Nameplate & Mfg. Co., Chicago, Illinois



	GE
	General Electric Company, Schenectady, New York



	GI
	General Industries Company, Elyria, Ohio



	HH
	Arrow, Hart & Hegeman Electric Co., Hartford, Connecticut



	IR
	International Resistance Co., Philadelphia, Pennsylvania



	IT
	Industrial Tool & Die Company, Minneapolis, Minnesota



	JO
	Howard B. Jones, Chicago, Illinois



	KR
	Ken-Rad Tube & Lamp Corporation, Owensboro, Kentucky



	MA
	P. R. Mallory & Co., Inc., Indianapolis, Indiana



	OA
	Oak Manufacturing Company, Chicago, Illinois



	PA
	Park Metalware Company, Orchard Park, New Jersey



	PK
	Parker-Kalon Corporation, New York, New York



	RA
	Raytheon Productiot? Corporation, Chicago, Illinois



	ST
	rbon Company, St. Marys, Ohio

Stackpole Ca



	we
	Waters Conley Company, Rochester, Minnesota



	WR
	Wrought Washer Company, Milwaukee, Wisconsin






[image: Figure, page 53]

Figure 18.-Keyer TG-34-A, circuit diagram.
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